To: Urdiales, Aaron[Urdiales.Aaron@epa.gov] 

From: Wharton, Steve 

Sent: Mon 12/1/2014 10:55:15 PM 

Subject: RE: Special Executive RLT Session on Dec. 8th 

Hi Aaron - You are already aware of the conflict between the Upper Animas meeting 
with CDPHE and the RLT special session, both now scheduled for the same time on Dec. 
8 th . I believe that it is important for me to attend the Upper Animas meeting, so I'll try to 
provide some input for the RLT session prior to that meeting. 

Thanks, 

Steve 


Original Appointment 

From: Urdiales, Aaron 

Sent: Monday, December 01, 2014 3:03 PM 

To: Heffernan, Daniel; Miller, Johanna; Anthofer, Wayne; Atencio, Kathie; Bahrman, Sarah; 
Bielenberg, Ben; Bloom, Judy; Bohan, Suzanne; Buhl, Rick; Burkhardt, Mark; Campbell, 
Gwen; Card, Joan; Chalfant, Mark; Christensen, Stanley; Coate, Carson; DalSoglio, Julie; Daly, 
Carl; Daniels, William; Darling, Corbin; Dehnert, Barbara; Eppers, Jim; Faulk, Libby; Garcia, 
Bert; Hamilton, Karen; Hestmark, Martin; Himmelbauer, Linda; Hoskie, Sadie; Jackson, Scott; 
Kahn, Lisa; Ketellapper, Victor; Kortuem, Patrice; Land, Kelcey; Leclerc, Russell; Logan, Paul; 
Madigan, Andrea; McGrath, Shaun; McKean, Deborah; Mills, Bethany; Minter, Douglas; 
Mitre, Alfreda; Morales, Monica; Morlock, Nancy; Murray, Bill; O'Connor, Darcy; Opekar, 
Kimberly; Ostrander, David; Palomares, Art; Pardue-Welch, Kimberly; Parker, Michelle; 
Pearson, Janice; Poetter, Joe; Rathbone, Colleen; Reynolds, Cynthia; Rothery, Deirdre; 
Sanelli, Diane; Schuller, Jennifer; Selle, Tony; Serina, Don; Shanahan, Mike; Sierra, Eddie; 
Smith, Paula; Spence, Sandra; Stavnes, Sandra; Stites, Rob; Strobel, Philip; Thomas, Deb; 
Thomas, Rebecca; Videtich, Callie; Vranka, Joe; Ward, W. Robert; Wharton, Steve; Williams, 
Laura; Wood, MelanieL; Young, Adrea 
Subject: Special Executive RLT Session on Dec. 8th 

When: Monday, December 08, 2014 1:00 PM-3:00 PM (UTC-07:00) Mountain Time (US & 
Canada). 

Where: Conference Center 
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